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PART IH 


Stores Purchase 


Department of Factories and Boilers 

TENDER NOTICES 

( 1 ) 

No. A3-3717/2012/F&B. 23rd July 2012. 

Sealed tenders are invited from the manufactures and 
authorized dealers for the supply and installation of the 
following Items for the computerization of Factories and 
Boilers Department. Estimate Cost is 16,00,000. 

The tenders should be superscribed “Tender for the 
supply of computer equipments for Directorate of 
Factories and Boilers ” and addressed to the Director 
of Factories and Boilers, TC 25/3326, Shani Manzil, 
East gate of District Court, Thiruvananthapuram-695 035. 


SI. 

No. 

Item 

Quantity 

1 

Server with firewall security ' 

1 unit 

2 

Printer (DMP) 

15 unit 


(Heavy Duty) 



EMD—1% of cost of item. 

Cost of tender form— 1,500 + VAT for SI. No. 1, 
and 300 + VAT for SI. No. 2. 


Last date and time for receipt of tenders— 
24-8-2012 at 1 p. m. 

Date and time of opening of tenders—24-8-2012 
at 3 p. m. 

Tenders and other details can be had from the 
Directorate of Factories and Boilers, Thiruvananthapuram 
on all working days till 24-8-2012, 1 p. m. The undersigned 
reserves the right to reject the tender without assigining 
any reason thereof. The tender notification is also 
available in the official website: www. fabkerala. gov. in 

oDOcfrS OlOTU (319) Oljf e6njO<52)leejtP(TU 

§ 6)6)0 e<TU rfld (TDJ 2)0 02)1 6TUCTU)6)n_| § (319) (11 08^ 2)0(52) 

gnJ cft> (0 6TD 6SBC/3 (U0 63T3J CTT) (3)10D 2qt30J^J 6) S 6TB O J cft> (/3 
cMdSmIiJJOAOggjaDJ. (3T9S8+C33 (0)Jcfti 16,00,000. 

6)S6n30jca>(/d ga36)t96)0ggjcn) .ftcuolcn^jc&glraS “6)S6 tb(3 
eaDOdS (3l <TUraJ6)6)g 630a£) d+CTUygdi <TU eoOO(3 

cu)o»o<aseog siOnD nDOcfesolcru rarcjoif eemocofleej'pcru, 
(mlffljojrnamojjfflo ”a®ori) eosusiijjsjeraKDsneKnjo aOOd£solcru 
rarajonf G 6 moc 52 >leej‘p<Tu ajLKS 2 )Od+sc 3 , sl.crul. cnarndS 26/3326, 
o+iocnl 2 Kt 3 cru 1 ro 3 , efleio e<s>ostmlo»j 6 )s caflwe<e 6 )ecog, 

ffnlfflJOJClOamnJJfflo, cJla3-695 035 n®(TT) ajlejO(TU(tiT3)lRS8 (3T9<S2)(5$ec06) 
6re«5)j2)06rr). 6)S6neojca.a3 crojlAolceffljaD oracnaruocn ra/toratojo 
(TU2)02)QJ2o 24-8-2012, 1 2)6TT>1 C3T9)<ft>2(n)J. eiglsj 6)S6TB02cft>o3 
raraecm ralcncruo 3 2)6n)1c96) «5)jOcS6)2(mc3)002)l(a1<flS)2o. 
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CcBaffl 

(TuocDcnrainilacig 

CSTdgdl 

cnamc3 

(BoJ(0 

(cffiJSIDlo) 

1 

6)<tix3ojc 3 oiloim 
cioco>c3ojoa3 aarucft^raldl 

1 

2 

(njlo$c3 DMP (ofiooil aje^§1) 

15 


ablffloiisaj^o—(Tuou)<nraT®lff>o3 nilejccsjffls 1 %. 

6)S6n§(3 GoDOORSimlsKT^ ailej—ttft>acnani(3 i-rn 1,500 + <uog, 

cftfflCnaud} 2-OD 300 + (UOO. 

O 

6)SSneol6KlD CTUo6TlKTU)1^| BO Oil OJ (3 6313 C/5 nDOcft SO°l(TU 
(313)0^ <j6ruocffi1eej»(n) curcffiOcflisojffls soardmilraS mlcmjo a®£jo 
(.njcu^torrol ra 1 cucn) 63 T 3 g 1 ej 2 o 24-8-2012 g^di)ces) 1 msmlajo® 
eielc9ffljar)«no6rD. ossnecS ailaj(363i3c/3 aic&.jojloej 6)aj6nj6)6)orog 
www. fabkerala.gov.in -eijo £j@^ao6rf). 

cmo6Kmoffljca)Offl6TTKUjo (Sjjsosicir) ffissneojcOjC/S cnlocnilcsoj 
ojocnjgg (arafucftoaao nnoc^solcru rarajniT GCTiJOcnflGejcpcnj 
0JDc®Oc£bSolra8 cn1cftannj«j)i206rn. 

( 2 ) 

No. A3-3784/2012/F&B. 23rd July 2012. 

Sealed tenders are invited from the manufactures and 
authorized dealers for the supply and installation of the 
following equipments for the conversion office of the 
Director of Factories and Boilers as Model office 
Estimate Cost is 19,00,000. 

The tender should be superscribed “Tender for the 
supply of equipments for Directorate of Factories and 
Boilers ” Thiruvananthapuram and addressed to the 
Director of Factories and Boilers, TC 25/3326, 


Shani Manzil, East gate of 
Thiruvananthapuram-695 035. 

District Court, 

SI. 

Item 

Quantity 

No. 


( unit) 

1 

Sound level meter 

15 

2 

Fux meter 

15 

3 

Dust sampler 

15 

4 

Hume meter 

10 

5 

Photocopier 

10 

6 

LCD 

1 

7 

Water cooler 

4 

8 

Display board 

1 


EMD—1% of cost of item. 

Cost of tender form— 400 + VAT for SI. No. 8, 
and 300 + VAT for others. 

Fast date for the receipt of tenders— 

21-8-2012, 1 p. m 

Date and time of opening of tenders—21-8-2012, 
3 p. m. 


Tenders and other details can be had from the 
Directorate of Factories and Boilers, Thiruvananthapuram 
on all working days till 21-8-2012, 1 p. m. The undersiged 
reserves the right to reject the tender without assigining 
any reason thereof. The tender notification is also 
available in the official website: www. fabkerala.gov.in 

oHOcftS olcru (313) (1^ (S6T1J0<S2)1 eeup CTU OJ <ft> J o_jl 6K$ 

cuxrDOcebSGog GaodJoraS 630ciO°lcnjOc9S)jcm«j)jao<i2)1 snjcrujoajg 
(313)01 03^ B0QQ) grd eft. (3 61TD 6313C/3 OJ06313^ (ID (0)1 (T) 

6)S6neoj<ft>c/3 dMdsroljyjsic&oggjcroj. raresacoS otijcBj 19 , 00 , 000 . 

6)S6ngojca>c/d go36ic9«)oggjrm .ftojolcnjajc&glras “6iS6n§(3 
G fi£J 0 (3 31 <TUaJ616)g 630ai3 a® 6)B(1^''(TU GaOO(3 

CUIOffiOcfcSGOO 630aO nO 0<ft S OlcTU (313)0$" G 6HJ 0 ®)1 G ej SP (TU , 

(ailffljojmcroiojjfflo ”a®orn Gffl6U6in_|S2GC3Kf)6n§caijo aOOd£so1cru 
(313)ci^ 4 " G6njocn)lGej(Pcru ojo<i2)Ocfcsc3, sl.crul. cncnidi 26 / 3326 , 
aiiocnl aaSrrulroS, ssleio g<s>o s carl con 6is caflwG<esi gcdo, 
OilfflJOJOXimrdJfflo, njlCl3-695 035 o^ClTD oilejOCTUo n®!PJ(3)1 CD)1 fillGcSS) 

sreoijaosno. 6iS6neojca>u3 mu°lcft)Olc 06 i 2 aD raraojeruoen ©ytocatojo 
(TUBOaOJJo 21-8-2012, 1 B6m1 raiBjdaqanj. 61S6neOJ<ft,a3 (313GC1D 
ralojcruo 3 Bsmlcoo (3ijo<s€)jaTK3iocQ>lffl1tS«)jo. 


cn mi c3 

(TUOO)(T)(M5)l6)0^ 

GoJtf) 

CSTdgQJ 

(CQ)26TDlg) 

1 

cru'tjsni aejojoS a°)oc3 

O 

15 

2 

ejcebcru a“lo(3 

O 

15 

3 

cuDoru crucxnjgcS 

15 

4 

Cc 

Q 

o 

10 

5 

Ga£)0G§0 Gc9>0o_|1cr»(3 

10 

6 

a®ra3. mil. cull. 

1 

7 

ojo§( 3 cftjgdS 

4 

8 

CUilcrUGnJ G6njO(3(U) 

6V 

1 


ablo®x.30i i ! ) o—rruoujcnrarailffKia oilejcn)j6)s 1 %. 


6)S6n3Ol6)0ljS culej (.<£>2) CD 03 (8 8 - CO 400 + OJOO, 

BO)33QJgi)<flS) 300 + OJOO. 

s)S6neol6Kn cruosnjcoulsj ao ailojffl63i3a8 nDOc&solcru 
(313) (ljT G6HI0QQ>lG£J(Pmj (UXDJOc&SOJSlS 630ci£llcnjlKS3 ODlcnDJo n£)ej0 
(.nJOJ^COrofl 3lOJ(TU63Bg1eJ2o 21-8-2012 giJCDJcBffl 1 a6m1oj6X8 
eje1c9S)jcm«nosm. assnscS oj1ojo633u 3 oj<ft>2<jjlfflej aoisrijaacruo 
www. fabkerala.gov.in -ejjo eje^aosrn. 

<s 2 )oa®)Offlj<a>offl 6 rr)OJ 2 o caqso6>«5> 6iS6ngojoa>a3 oblocnilceaj 
ojocnjgg (3i3ojca,ou3o arjocftsolrru C3i3)<$" G6njo<r»lG£jcpcru 
cujcsjoc&soIrsS ablo9i9dlnj(3iao6rn. 

(3) 

No. A3-3720/2012/F&B. 25tli July 2012. 

Sealed tenders are invited from the manufactures and 
authorized dealers for the supply and installation of the 
following equipments for modernization of Industrial 
Hygiene Faboratary (IHF) Thiruvananthapuram to 
Factories and Boilers Department. 











Ill 


The tenders should be subscribed “Tender for the 
supply of equipments for Industrial Hygiene Laboratary 
(IHL) Thiruvananthapuram” and addressed to the Director 
of Factories and Boilers, TC 25/3326, Shani Manzil, 
East gate of District Court, Thiruvananthapuram-695 035. 


SI. Item 

No. 

Quantity 
( unit) 

1 Heat stress monitor with air velocity 

1 

2 Electronic balance 

1 

3 Spectrophotometer 

1 

4 Sound level meter 

1 

5 Dust sampler 

2 

6 Digital Ammonia meter 

1 

7 Digital Lux Meter 

1 

8 Multi gas detector 

1 


EMD—1% of cost of item. 

Cost of tender form— 1,000 + VAT for SI. No. 1, 
and 400 + VAT for SI. Nos. 2, 8 3,000 + VAT for 

SI. No. 3 and 300 + VAT for SI. Nos. 4, 5, 6, 7. 

Last date and time for receipt of filled up tenders— 
23-8-2012 at 1 p. m. 

Date and time of opening of tenders—23-8-2012 
at 3 p. m. 

Tenders and other details can be had from the 
Directorate of Factories and Boilers, Thiruvananthapuram 
on all working days till 23-8-2012, 1 p. m. The undersiged 
reserves the right to reject the tender without assigning 
any reason thereof. The tender notification is also 
available in the official website: www.fabkerala.gov.in 

oDOcelsolcru carejorcj” c6ruocQ)1eejsp(ru (Utfejojlaa? 
gja3cu)m5(s'lc’c»ra3 fflOnosslaS ejocs6ruoo§o1 ma/lcftralcesijcimffifl 
mo ai aa^ gc-u eft. a 6m 63T3 o8 qjo63T3j am unlm ajcranJ^ 

6)S6neojcft,«3 cM36nDlii-p6)cft)0333aTO. 

6}S6n30jca>c/5 goSncesioggjam c&>cno1mja;jcft>glra3 “6iS6ng(3 
GaO0(3 fll (TUaJ6)6)g 63 0 nD J 0 2) Cllj''0TU Ga£]0(3 

gDCl3ajD CTO (.si CQ)ca3 6)6)rL083la3 &I 0 G 6 T 1 I 0 o §o1 (IHL), 
anlffljojmamnjjfflo ”a®om Qffl6U6)n_|sjcBC3im6rTe85)jo aooc&solmj 
rarajojf g 6njomfl<sej(peri) ajD<i»o<ftsc3, sl.crul marndS 26 / 3326 , 
oil 0 ml ao3crol gs 3, slejo gad soil W}S)S c&>1 <p g <m g cr>o , 
cmlffljtumamnjjao, nJla3-695 035 a®cm aileioano n®(pjc3il(r!)1ffllGce6) 
6rera)jao6rn. 6iS6neoj<ft>«3 a'uflc&olcsffljam raiBcuaroom antoemtojo 
anacoxiijo 23 - 8 - 2012 , i ffl6ro1 ss6reojca>a3 cffloGcm 

olcucruo 3 2 ) 6 m 1 c 0 ffl (mpcBOjamtmocnflraltsajo. 


enmj <3 

CrOOCOCTKMDlQO^ 

GaJtf) 

OYdgiOJ 

(CQ)26TDlo) 

1 

cin°l6aru(scri) Gao6m1ot3 

1 

2 

goej<£bGLS 06 rml<fe 6nioeia3mi 

1 

3 

aru6)n_icfcG(so Go£iog§o alo(3 

1 

4 

mirnsni 6iejoira3 a1ot3 

O 

1 

5 

cuxrjj m)oaugc3 

1 

6 

cuils3lo«53 raraGaosmIoa) a°lo<3 

O O 

1 

7 

cuilssloraS eicftoru aloc3 

O O 

1 

8 

ac/3§1 ippori> cu)1<£bsgc3 

1 


—aruouimrarjitoaS (ulejcoijas 1%. 

6 )S6reol6)d§ ojlei—i-cn 1,000 + aioo, 
(.<ft>aman(3 2-mjo 8-mjo 400 + oioo. L<ft>ffltnaru(3 3-cn 
3,000 + aioo, L<a>fflmmj(3 4 ajarxaS 7 ai6io 300 + moo. 

6)S6neol6)m cruo6njraulij ao ailajffl63i3«3 nnoc&solcru 
(313)0^ G611IOCQ>lG£J(Pmj (U)CS)Oc8lsOJ6)S 630aDlmilRS3 mlOTDJo ci<j)&jO 
(.njai^carrol fllaicru63T3g1eijo 23-8-2012 g^ja»c06> 1 a6m1oi6xa 
eie1ca6)jam«j)06rm. 6is6ne(3 oilajffl63T3o3 ai.ft.jnjlfflej 6iaj6nj6i6iarug 
www. fabkerala.gov.in -eijo eis^ao6rn. 

<n)06)C3)0ffljcft)0ffl6Tm(Ujo cftijsoao) 6)S6neojtftiC^ mlfflcn51c0S)j(uo 
m;33 cmauilcajOfflo aoocslsolcn) (313)03" G6iuo<i2)lGej»mj onersoefts 
dlraS mlcMdlnj«5iao6rh. 

Directorate of 

Factories and Boilers, (Sd.) 

Vanchiyoor P. O., Director of Factories and 

Thiruvananthapuram-35. Boilers. 









